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PLANT  QUARANTINE  IMPORT  RESTRICTIONS 

OF  TEE 

CAPE  VERDE  ISLANDS  (PORTUGUESE) 


Sanftary  Certificate  Required 

No  plant  (plants  and  parts  thereof)  can  he  landed  in  the  Islands 
without  being  accompanied  by  a  sanitary  certificate  issued  by 
competent  authority  in  the  country  of  origin  in  which  it  is  at- 
tested that  it  comes  from  a  clean  area  and  that  its  sanitary 
state  is  good. 

The  presentation  of  this  certificate  is  compulsory  and  without  it 
customs  authorities  will  not  permit  the  clearance  through  Customs. 
Plants  must  be  inspected  by  the  competent  sanitary  authorities 
where  importation  is  made. 

(The  above  regulations  have  been  abstracted,  from  a  Foreign  Service 
Despatch  dated  June  11,  1951  from  Lisbon,  Portugal,  entitled 
"Customs  Regulations  on  Shipments  from  the  United  States  to  the 
Cape  Verde  Islands,"  and  transmitted  by  the  Embassy  secretary.) 
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